AMENDMENT NO. 2 MARCH 2017 
TO 
IS 432 (PART 2) : 1982 SPECIFICATION FOR 
MILD STEEL AND MEDIUM TENSILE STEEL BARS AND 
HARD-DRAWN STEEL WIRE FOR CONCRETE 
REINFORCEMENT 


PART 2 HARD-DRAWN STEEL WIRE 
(Third Revision) 


[Page 5, clause 7.1 (c)] — Substitute ‘Total Elongation’ for ‘Elongation’. 


(CED 54) ee 
Publication Unit, BIS, New Delhi, India 


